Tech Info Library 


Super Serial Card: Cable for Axiom EX-801, EX-820 (11/96) 


Revised : 
Security : 


11/21/96 
Everyone 


Super Serial Card: Cable for Axiom EX-801, EX-820 (11/96) 


Article Created: 04 December 1984 

Article Reviewed/Updated: 21 November 1996 


TOPIC 


Listed below are the cable pinouts for connecting the Super Serial card to an 
Axiom EX-801 or EX-820 printer. 
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